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ply of cover-glasses which are very liable to be broken in the
field.

Field work is most important as there on can get the
-organisms in a fresh state and study their distribution in a
thorough manner doing away with the difficulty of transporta-
tion of samples.

Fig. 34 shows how it can be carried on under very pleasurable
-circumstances.
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